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BILL NO. S-87-10-22 





AN ORDINANCE approving Change Order 
No. 1 (Final) for Res. 907-87, 
Charlotte Avenue Sanitary Sewer, 
with Land, Inc., in connection 

with the Board of Public Works 

| and Safety of the City of Fort 
Wayne, Indiana. 


| NOW, THEREFORE BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA: 
SECTION 1. That Change Order No. 1 (Final) for Res. 

907-87,, Charlotte Avenue Sanitary Sewer, with Land, aces, bam 
connection with the Board of Public Works and Safety, for: 

this is a "Project Close Out" change 

Order, based on final measurements, 

the quantities of some items have 


been decreased. Overall, this 
is a "deduct" change order; 





involving a net decrease of Three Thousand Two Hundred Twenty-One 
and 35/100 Dotláré ($3,221.35), all as more particularly set 

|| forth in the specifications, and which is on file with the Office 
of the Board of Public Works and Safety and is by reference incor- 


porated herein, made a part hereof, and is hereby in all things 





ratified, confirmed and approved. 
SECTION 2. That this Ordinance shall be in full force 
and effect from and 'after its passage and any and all necessary 


approval by the Mayor. 


Councilmember 
APPROVED AS TO FORM 


‘AND LEGALI ae 


City Attorney 





Bruce O. Boxberger, 
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Read 
seconced by 










, and duly adopted placed on 











passage; PASSED * (LOSI py the fol Cwing vote: 
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Passed and adopted by the Common Council: of the City of Fort . 


Wayne, Indiana, as ( 







(SPECIAL) (ZONING-MAD) ORDINANCE (RE 2 


on the a ) AA day of AA yo AELB > aS 


id gh es 


SANDRA E. KENNEDY, CITY CLERK 













Presented by me to the Mayor of the City óf Fort Wayne, Indiana, 


on the SIL day of MEL Pee HZ A 


at the hour of ; WOR 








o'clock CM. RS T 


TO É ano 
SANDRA BS KENNEDY, CITY CLERK 


Approved and signed by me this. Je day of QA lp he , 
aA ee 


sm 
19 Yn A ar the hour of JE o'clock 


WIN MOSES, IR: , MAYOR 
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CHANGE ORDER E 
Change Order No. 1 (Final) Resolution No. 907-87 
Project No. Board Order No. 10-86 
Name of Project: Charlotte Avenue Sanitary Sewer Date: 9-15-87 ENS O 
RT a e AS 


To: Land, Inc. 
(Contractor) 


Gentlemen: 


You are hereby requested to comply with the following changes from the contract plans and 
specifications: 


Change in Contract Price 


Decrease Increase 
AE 


Net (Decrease) (DGKGGKKKSE) 





The sum of $___3,221.35 is hereby (adddLX (deducted from) the total contract price 
and the final contract price shall be adjusted as follows: 


Original Contract Price 31,087.00 
Current Contract Price Adjusted by Previous Change Order +31 087-00 a 
New Contract Price including this Change Order 527,865.65 


The time provided for completion in the contract for this project is (unchanged) (KZL : 
(SE0TSASSS by z0- calendar days due to this Change Order. The date for completion 
of all work shall be - Furthermore, this document shall become an 
amendment to the contract and all provisions of the contract shall apply hereto. 


3 A 89 
Recommended by: Lae SIS Chief Engineer Date S-23- 


7 Ly 
Accepted by: Cd dl Contractor Date 7 +02) 867 
$ Do 
Approved al Y) A City Engineer Date G Ee Y y g 2 


| oR 
Approved A fm a ima Owner. Date ERA E 
> as 


1 
A 


Attested by: N AD), Wh homo erk Date ENIO 


A 


+ 


Item 


PZ 
o 


a 


pa 


3.9 LF 


Net (Decrease) (IX 


ATTACHMENT TC, CHANGE ORDER 


E o | nw 
E TD 





Total Decrease 
Total Increase 


Contract Price 


Decrease 


86.35 


900.00 


1,230.00 


465.00 


300.00 


240.00 


3,22 1499 


352200) 


Ip 


rea 


Change Order No. 1 (FINAL) 
Resolution No. _ 907-87 
Board, Order No. 10-86 


REQUEST AND JUSTIFICATION FOR CHANGE 


Necessity for change: This is a "Project Close Out" Change Order. Based on 


final measurements, the quantities of some items have been decreased. Overall, 





this is a "deduct" change order. 














Will proposed change alter size of the project? Yes No X 


If ves, explain 





Affect on operation and maintenance cost of this project: 


NONE 




















Na IDEA 
Tom Gountras roject Engineer 


Admn. Anpr. 





TITLE OF ORDINANCE Change Order #1 (Final) for Res. 907-87, Charlotte Ave. 
Sanitary Se 
DEPARTMENT REQUESTING ORDINANCE Board of Public Works-& Safety 


SYNOPSIS OF ORDINANCE _ Change Order #1 (Final) for Res, 907-87, Charlotte | 


Factor. 





so 

TE dE O ER OCO o e Soa eee 
EFFECT OF PASSAGE To facilitate completion of project. 
Pa  _—»- e PGR A ii DA A GO e 
EFFECT OF NON-PASSAGE 

mi Cn Sea o 
TRE E UE SG ER GERE O a E SA A OY 
re a Cs E TU ra 
MONEY INVOLVED (DIRECT COSTS, EXPENDITURE, SAVINGS) Decrease of $3,221.35 
ae a A NR E A O OS Y LO 
ASSIGNED TO COMMITTEE 

A A E A pr 

. 0 l 











BILL NO. S-87-10-23 


REPORT OF THE COMMITTEE ON CITY UTILITIES 


CITY UTILITIES 


WE, YOUR COMMITTEE ON : TO WHOM WAS 
EE O 


REFERRED AN (ORDINANCE) (RESOXUYION). approving Change Order 
CERTAIN: for Res.: 907-87, Charlotte Avenue Sanitary Sewer, 


with Land, Inc., in connection with the Board of Public Works 


and Safety of the City of Fort Wayne, Indiana ° 


| ey | 
MONS ma a ar qa Ds 














F- = 


HAVE HAD SAID (ORDINANCE)... (RESODIKRIONKXUNDER CONSIDERATION AND BEG 


LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID (ORDINANCE) 


* (RESGEKNEXONY 





YES NO 


CHARLES B. REDD 


CHAIRMAN ER IES RIN LEAD > oca 


PAUL M. BURNS 


VICE CHAIRMAN TA ES ae ose as ES 
THOMAS C. HENRY 
ema A N 


BEN A. EISBART 


re 


ASS ERAS) SANDRA E. KENNEDY 
E CITY CLERK 


